Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/23/2010 1:08:49 PM 

To: Kevin Riordon [kevinr@dietzarch.com]; Roger Jarosz [rjarosz@ingledc.com]; Pocsik Mark 

[mpocsik@facil.umass.edu]; Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Taugher, Helen (DPH) 
[Helen.Taugher@state.ma.us]; Popstefanija, Marija (DPH) [Marija.Popstefanija@state.ma.us]; Long, Suzanne (DPH) 
[Suzanne.Long@state.ma.us]; Judy LaDuc [jladuc@ehs.umass.edu] 

Subject: Today's meeting 

Importance: High 


Folks, 

Since work is 99% complete and we are simply waiting for tests and inspections to be complete do not see a 
reason to meet today. If there is any open business that needs attention please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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